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Patient Name: SULEIMAN MUSA ABDALLA Vebual: Sun City Medical Complex 


ID Number:p06099161 Collection Time: 2022-07-09 07:55:17 
Date of Birth: 1976-04-02 Reporting Time: 2022-07-09 15:53:10 
Gender: Male Sample ID: 1867839 
Phone No: +966507343384 Company Name: 
Test Description Result 
COVID19- test by RT-PCR 
Qualitative detection of SARS-COV-2 (Corona Virus) Not Detected, Test result is (Negative) 
ai TEF 
mall Jwulwiall jijrasigudl äriäi alaàiwl 19- x1ågs yaaå 
(äzlw) Oé äri loo uë (Ligjgs yug uà) 2 uàgs yujlw nggil Gollo) une al, yall 
***END OF REPORT*** 


Zë 


Dr, Mohammed Abdullatif 
Consultant of Molecular Pathology 
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